
LES BULL 


Glen-Tek Scientific Co 

P.O. Box 477 

Glendora, Calif. 


SB 10 -1 


approximately 6cm x 10cm 


ORDER FORM 


ORDER FORM 


COMPLETE PRICE (incl. tax & postage) COMPLETE PRICE (incl. tax & postage) 

lea $8.75 1-11 $1.65 

2-9 $6.85 12 up $1.45 

lOup $6.30 


QUANTITY DESIRED (by color) 
blackdl blueD greenQ purpleQ redQ 

NAME NAME 

ADDRESS ADDRESS 

CITY STATE CITY STATE 

codD checkD money orderD codD checkq MONEY ORDERQ 


QUANTITY DESIRED I I 


NOW! 


INSTANT IMPRINT OF 
OSCILLOSCOPE FACE 

(model 101) 

FOR: 

* students 

* engineers 

* scientists 

* technicians 

* engineering dept’s. 

USED IN: 

* correspondence 

* project data files 

* engineering notebooks 

(reproduces well in 
office copy machines) 


* 8cm x 10cm size also available as 
well as other engineering stamps, 
including specials. Write for 
prices and state requirements. 







